ST.  PETER'S-by-the-SEA 

Narragansett,  Rhode  Island 
Episcopal  Church,  founded  in  1852  and  organized 
in   1868.    This  beautiful  church  on  Central  Street 
is  constructed  of  Westerly  granite  in  the  Gothic 
style. 
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